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120—THE CONRAD HILTON HOTEL £ 

Site covers 80,000 square feet. Building 25 £ 
stories above ground, 4 below, enclosing 
20,000,000 cubic feet. 3000 outside rooms, each < 
with private bath. Largest and finest banquet 
hall in the world with seating capacity for 
4000 guests. Many other banquet and meeting ^ 
rooms of various sizes. “ 

Exhibition rooms for conventions containing ~ 
over 35,000 square feet. £ 
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